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EQUIPMENT LIST Y-H 


FLY~AWAY KIT FOR 14-CHANNEL 
DATA REDUCTION EQUIPMENT 


RACK H 
ESTIMATED NO. OF ESTIMATED 

NOMENCLATURE _ UNIT COST UNITS AMOUNT 
Lamp, Neon, NE-51 | $ 120 3 $  .36 
Relay, DP DT, 4000 Ohm, 
SIGMA INSTRUMENT CO. No. 
ROZ 4000 ACG-SIL 5 1 7°75 
Resistor, Fixed Wirewound 
with adjustable "slider" 
contact, 75 Ohm, 50 watt 
OHMITE No. 0564 1.13 1 1.13 
‘Resistor, Fixed Wirewound, | 
with adjustable "slider" 
contact, 150 Ohm, 50 watt 
OHMITE No. 0566 1.13 1 1.13 


Fuse, 5 Amp., 250 V., 3AG, 


-LITTLEFUSE No. 312005 . . 06 10 60 
Fuse, 3 Amp., 250 V., 3AG, 


LITTLEFUSE No. 312003 Oh 10 . 40 


Motor, TECHNICAL DEVELOPMENT 
CORP. No. D641-1 75.00 1 75.00 
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